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Conference  Calendar 


Title  of  meeting 

Location 

Date 

Further  information  from: 

Electrochem  ’95 

Bangor, 

Wales,  UK 

10-14  September 

1995 

Conference  Department, 

SCI, 

14/15  Belgrave  Square, 

London  SW1X  8PS 

Fax:  0171  823  1698 

Fourth  Grove 

Fuel  Cell  Symposium 

London, 

UK 

19-22  September 

1995 

Sharron  Emsley  ( CUN62 1  / ) 

Fourth  Grove  Fuel  Cell  Symposium, 
Elsevier  Advanced  Technology, 

PO  Box  150, 

Kidlington, 

Oxford  0X5  IAS,  UK 

Tel:  +44  (0)  1865  843721/843659 

Fax:  +44  (  0)  1865  843971 
e-mail:  s.emsley@elsevier.co.uk 

Materials  for  Electrochemical  Power 

Systems 

London, 

UK 

4-5  October 

1995 

The  Royal  Society, 

Ms  Kaye  Pudney, 

6  Carlton  House  Terrace, 

London  SW1Y  5AG,  UK 

Tel:  4417 1-839  5561 

Fax:  4471  839  2891 

7th  International  Seminar 
on  Battery  Waste  Management 

Deerfield  Beach, 

FL,  USA 

6-8  November 

1995 

Florida  Educational  Seminars,  Inc., 

1900  Glades  Road,  Suite  358, 

Boca  Raton,  FL  33431,  USA 

Tel:  (407)338-8727 

Fax:  (407)338-6887 

5th  International  Seminar 
on  Double-Layer  Capacitors  and 

Similar  Energy  Storage  Systems 

Deerfield  Beach, 

FL,  USA 

4-6  December 

1995 

Florida  Educational  Seminars,  Inc., 

1900  Glades  Road,  Suite  358, 

Boca  Raton,  FL  33431,  USA 

Tel:  (407)338-8727 

Fax:  (407)338-6887 

1 1th  Annual  Battery  Conference 
on  Applications  and  Advances 

Long  Beach, 

CA,  USA 

9-12  January  1996 

Department  of  Electrical  Engineering 
California  State  University, 

Long  Beach, 

1250  Bellflower  Boulevard, 

Long  Beach,  CA  90840-8303,  USA 

Tel:  310-985-4605 

Fax:  310-985-7561 

13th  International  Seminar 
on  Primary  and  Secondary  Battery 

Technology  and  Application 

Deerfield  Beach, 

FL,  USA 

4-7  March  1996 

Florida  Educational  Seminars,  Inc., 

1900  Glades  Road,  Suite  358, 

Boca  Raton,  FL  33431,  USA 

Tel:  (407)338-8727 

Fax:  (407)338-6887 

2nd  European  Solid  Oxid  Fuel  Cell 

Forum 

Oslo, 

Norway 

6-10  May  1996 

2nd  European  SOFC  Forum  Secretariat, 
c/o  SINTEF  Forum, 

PO  Box  124  Blindem, 

N-0314  Oslo,  Norway 

Tel:  +47-22  06  73  00 

Fax:  +47-22  06  73  50 

LAB  AT  ’96  International  Conference  on 
Lead/Acid  Batteries 

St  Konstantine, 

Varna, 

Bulgaria 

3-7  June  1996 

Professor  D.  Pavlov, 

Central  Laboratory  of  Electrochemical 
Power  Sources, 

Bulgarian  Academy  of  Sciences, 

Sofia  1113,  Bulgaria 

Tel:  +359  2  718651 

Fax:  +359  2  731552 
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Title  of  meeting 

Location 

Date 

Further  information  from: 

5th  European  Lead  Battery  Conference 

Barcelona, 

2-4  October  1996 

Lead  Development  Association, 

42  Weymouth  Street, 

London  WIN  3LQ,  UK 

Tel:  +44(0)1  71  499  8422 

Fax:  +44(0)1  71493  1555 

